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Re: Philip Morris Incorporated 

Japanese Patent Appln. U0881/61 
File $82-339 _ 

1. We have been advised of the issuance of the first Official 

Action in this case reading in translation substantially as follows: 


"1. The present invention relates to a filter. However, there 
are portions of the description which indicate that the pre¬ 
sent application relates to a method and also a filter plug. 

2. The description reading 'The filtering medium which.. .sheet 
material, etc.' in page 8 in the English text of the specifi¬ 
cation is not clear. 

3. The expression 'lacteral resistance' in page 8 of the 
English text of the specification is not clear. 

U. The expression 'in 8 parts of water' in line 2, page 10 
in the EngLish text of the specification is not clear. 


3. The expression 'tipping paper' in line 18, page 10 in the 
Engli sh text of the specification is not clear." 

2. The objection raised in the first paragraph of the Action is 
not clear although it may be that the Examiner is referring to that 
portion of the description on page k relating to an improved method of 
securing activated carbon in a smoke filter and also the provision of 
an adhesive for securing activated carbon to the filtering medium. 
Furthermore, starting with the penultimate paragraph on page 6, there 
is reference to filter plugs and to the adhesive used to harden the 
plug. We propose to argue that it is clear that the invention is con¬ 
cerned with a filter and that the aforesaid portions of the description 
merely set out some of the elements present in said filter. 

3. Going on to paragraph 2 of the Action, it seems to us that 
the description relating to the filtering medium beginning in line 16 
on page 8 is clear but we would appreciate receiving your comments on 
this point. 
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I 4 .. In the remaining paragraphs of the Action, the Examiner is 

calling for clarification of the indicated expressions and we would be 
obliged if you would provide us with some descriptive details. 

The final term for filing a reply to the Action will expire 
on June 7, 1 96 U and we are looking forward to receiving your instruc¬ 
tions at your earliest convenience. 


Very truly yours, 

LANGNER PARRY CARD & LANGNER 
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